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Albeck, Stan: Check That Defense!, Dec., 
p. 26. 
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Bass, Bob: Charting the Man-to Man De- 
fense, Oct., p. 14. 

Boyer, Carl E.: Evolution of Zone Attack, 
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Coley, Ray C.: 
Oct., p. 8. 
Dobbs, Wayne: 
Nov., p. 24. 
Edmonds, Ed: A 

p. 38. 

Eicher, Chester J.: A Moving 1-3-1 Versus 
iny Zone, Nov., p. 14. 
Friend, John: Rebounding 
Griffin, Tom: Simplified Offense for Be- 
ginning Coaches, Nov., p. 40. 
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LaGrand, Louis E.: A 
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Maravich, Press: Organizing the Fast Break. 
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Continuity, Dec., p. 10. 

Schayes, Dolph: The Syracuse 
mous “B” Series, Dec., p. 7. 

Smith, Chuck: Mix Your Defenses, Oct., 
p. 42. 

Smith, Pete: Interpreting the Trends in 
Basketball, Oct., p. 48. 

Swan, Jerry: Protect Your Lead with a 
Controlled Aitack, Dec., p. 24. 

Travis, Bill: Pick That Zone!, Oct., p. 11. 

Wolfe, Herman: A Five-Man Move That 
Has Everything, Oct., p. 7. 

1962 All-American H. S. Basketball Squad, 
May, p. 60. 


Weak-Side Post Pattern, 


Flexing Zone Defense, 


Seven-Pass Drill, Oct.. 


iBC’s, Nov., p. 


{ttack, 


Defensive 


Complete Team 


Nats’ Fa- 


BOWLING 


Squad Technique for Bowling Instruction. 
Dec., p. 16. 
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Van Ryn, Edwin V.: A Five-Station Gym 
Plant, Jan., p. 10. 

Wayland’s Domed Fieldhouse, Jan., p. 7. 


FENCING 


Lucia, Edward F.: A Course in Foil Fenc- 
ing, Nov., p. 18; 17 Graded Lesson 
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FOOTBALL 


Barrows, Duane: Pre-Practice Organization, 
June, p. 38. 
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Sept., p. 16. 

Holgate, Gib: Offensive Blocking Skills, 
May, p. 8; Dejensive Line Stunts, June, 
p. 8. 

Hooper, John: “Game-Breakdown” Scout- 
ing System (Part 1), May, p. 26; Part 2, 
June, p. 22. 

Morgan, Bill: “Garbage” Defense, Anti- 
dote to Surprise Spreads, May, p. 7. 

Randle, Sonny, and Lacy, Gus: Flanker 
Passing Attack, June, p. 10. 

Rinaldi, Al: Simplified System of Calling 
Passes and Blocks, June, p. 7. 

Swanson, Bob: Multiple Spread Variations 
with a Swinging End, May, p. 12. 

Teixeira, Arthur J.: Rule Blocking with 
No Exceptions!, May, p. 16, 

Toner, John: Defensive Code and Signal 
System, Sept., p. 26. 
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Walden, Calvin A.: Revolutionary Bi- 
Focal Attack, Sept., p. 38. 
* * * 


1961 All-American H. S. Football Squad, 
Feb., p. 50. 

1961 State H. S. Football Champions, Mar., 
p. 66. 


GOLF 


Coval, Howard: Critical Areas of the 
Modern Golf Swing, Apr., p. 20. 


GYMNASTICS 


De Carlo, Thomas J.: Promoting a Varsity 
Gymnastics Team, Oct., p. 52; Safeguards 
in Gymnastics, Jan., p. 70. 


PHYSICAL ED-COACHING 


Blount, Joe M.: Letter-Award Point System, 
Jan., p. 48. 

Bubas, Vic: Selling Yourself in a New Sit- 
uation, Dec., p. 18. 

Emery, Don B.: Scoring the Factors in Suc- 
cessful H. S. Coaching, Mar., p. 60. 

Hansell, George A.: Physical Fitness Can 
Be Improved!, Feb., p. 58. 

LeProtti, Stan: La Sierra’s Fitness Program 
(Part 1), Sept., p. 60; Part 2, Oct., p. 26. 


SOCCER 


Getchell, Dana H.: Training the Goalkeeper 
(Part 1), Sept., p. 52; Part 2, Oct., p. 18. 


SWIMMING - AQUATICS 


Davis, Ralph: The Swimming Instructor’s 
Shorthand, Nov., p. 22. 

Selin, Ledr. Carl W.: Water Skiing Pro- 
gram, Mar., p. 16. 

Thornton, Nort: The Schoolboy Who Swam 
the 100 in 46.8 and the 220 in 1:48.6, Sept., 


p. 22. 


TENNIS 


Bradlee, Dick: The Ballistic Swing: A New 
Approach to Tennis Stroking, Feb., p. 20. 

Stromgren, George: Tennis Craftsmanship 
(Part 1), Mar., p. 30; Part 2, Apr., p. 68. 

Woods, John B.: Analysis of the Slice 
Serve, Apr., p. 12. 


TRACK AND FIELD 


Barba, Joseph: Developing the Beginning 
Miler, Mar., p. 36. 

Epskamp, Bob: Psychology and the Track 
Coach, Apr., p. 50. 

Kring, Ray F.: Vaulting for Height Every 
Day! Apr., p. 28. 

Lueas, John A.: Maximum Leg Power in 
the Shot, Discus, Javelin, and Hammer, 
Mar., p. 46. 

Masin, Herman L.: Valeri Brumel’s Blast- 
ing Spin-Roll. Feb., p. 8. 

Mulligan, Donald F.: Coaching a 24’ H. S. 
Broad Jumper, Feb., p. 24. 

Nash, Don, and Errota, Francis: 196] All- 
American H.S. Track Team, Sept., p. 42. 

Neuberger, Tom: Pre-Season Winter W eath- 
er Conditioning for Distance Running, 
Feb., p. 30. 

O’Connor, Dick: A 180-Pounder Who Put 
the Shot Over 65 Feet! Apr., p. 16. 

(Concluded on page 47) 
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(Continued from p. 25, Buyer’s Guide) 
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O’Connor, W. Harold: Typical W ork Weeks 


for All Events, Mar., p. 26. 


Rees, Carl D.: Track Practice Timetable, 


Feb., p. 28. 
Ryan, Frank: Teaching the Broad Jump, 


Feb., p. 13; Teaching the Pole Vault, | 
Mar., p. 8; Teaching the High Jump, | 


Apr., p. 11. 


Timmons, Bob: Lane Judging and Timing, | 


Apr., p. 32. 
TRAINING - CONDITIONING 


Darden, Charles N.: “Charley Horse,” Jan., 


p. 80. 

Goldenberg, Joseph: A General Progres- 
sive Weight-Training Course for All 
Athletes, Oct., p. 40; Training 
W eights, Nov., p. 60. 

The Liquid Pregame Meal, Jan., p. 56. 


Ethyl Chloride, The “Miracle” Pain Killer, | 


Apr., p. 62. 


SPECIAL DEPARTMENTS 


Here Below: Editorials, every issue, p. 5. | 


New Books: Sept., p. 91; Nov., p. 48; Dee., 


p. 44; Jan., p. 62; Feb., p. 61; Mar., p. 50; 
Apr., p. 61; May, p. 58; June, p. 36. 


New Equipment: Sept., p. 30; Nov., p. 39; 
Dec., p. 30; Jan., p. 54; Feb., p. 40; Mar., 
p. 52; Apr., p. 52; June, p. 32. 


Something Special: Oct., p. 58; Dec., p. 14; 
Jan., p. 36; Feb., p. 26; Mar., p. 38; Apr., 
p. 30; May, p. 44. 


Coaches Corner: Sept., p. 66; Oct., p. 60; 
Nov., p. 46; Dec., p. 40; Jan., p. 68; Feb., 
p. 46; Mar., p. 74; Apr., p. 58; May, p. 46; 
June, p. 34. 


WILLIAM F. FEINBLOOM 


PRIL 11 was a sad day for 

the sporting goods industry. 
William F. Feinbloom, pres- 
ident of the Champion Knit- 
wear Co. of Rochester, N. Y., 
suddenly passed away in Day- 
ton, Ohio, at the age of 66. 

A progressive, creative in- 
dustrialist, Mr. Feinbloom in- 
vented the “flocking” method 
of applying school designs, 
insignias, lettering, and num- 
bers on sportswear and uni- 
forms, and also collaborated 
in the development of the 
“reverse weave” sweatshirt, 
which produced a_ sweatsuit 
which retained its shape and 
size throughout repeated laun- 
dering. 

In recent years, Mr. Fein- 
bloom developed many phil- 
anthropic interests. He insti- 
tuted a broad pension and 
retirement program for his 
employees, and was an active 
participant in many public and 
private charitable functions. 

He is survived by his widow, 
two daughters, a brother, a 
sister, and three grandchildren. 
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Numbers in parentheses denote pages on which the advertisement may be found. 


AALCO MFG. (40) 


[] Catalog of Complete 
Sports Line 


AMERICAN LOCK (37) 


[-] Catalog on Key-Com- 
bination Padlocks 


AMERICAN PLAYGROUND 
(35) 


(_] Literature on Complete 
Line of Dressing Room 
Equipment, Rubber Foot 
Baths, Basketball Goals, 
Chain Link All-Steel 
Tennis Nets, Backstops 


[_] Folder on Lifetime Alumi- 
num Diving Board 


AMERICAN WIRE (45) 


[-] Folder on Locker Baskets, 
Storage Racks, and 
Uniform Hangers 


ANK-L-AID (39) 


[) Brochure on Protective 
Ankle Device 


ARNO ADHESIVE TAPES (28) 


[] Information on Trainer 
Supplies 


AUSTIN, R. E. 
(Buyer’s Guide, 2) 

[] Catalog on Athletic Field 
and Gym Equipment 


BALL-BOY (33) 
Full details on: 
[] ReBound Net 


[-] Ready Net 


[-] Automatic Tennis-Ball 
Feeding Machine 


BEHRENS MFG. (44) 


[_] Information on. Portable 
Water Carrier 


BOED HEAD BLOCKER (44) 


[_] Information on New 
Head-Blocking Dummy 


BREATH-O-LIFE-OXYGEN 
(Buyer’s Guide, 23) 


[_] Information on Emer- 
gency Oxygen Set 


BROWN, M. D. (41) 


[] Catalog of Scoremaster 
Electric Scoreboards 


CHAMPION KNITWEAR 
(Buyer’s Guide, 8) 

[] Catalog on Football 
Jerseys 


COACHING SCHOOLS 


Further Information on: 
{_] All-America (46) 
(-] Fellowship of C. A. (46) 
(] Ohio H. S. (46) 
() Virginia H. S. (46) 


DAKON (35) 


[] Catalog on Whirlpool 
Hydrotherapy Bath 


DEAN SALES (18) 
[_] Information on Denta- 
Gard Mouthpiece 


EARLVILLE BLEACHER (45) 
[] Details on Bleachers 


ELMER’S WEIGHTS (31) 


(] Information on Weighted 
Training Devices 


FAIR-PLAY (45) 

Electric Scoreboards 
[] Basketball Catalog 
[] Football Catalog 
[] Baseball Catalog 


FEATHERLAX 
(Inside Front Cover, 
Buyer's Guide) 

(] Information on Feather- 
bite Protective Mouth- 
piece 


FEISE, F. C. (33) 

[] Information on Grasstex 
All-Weather Running 
Tracks, Tennis Courts, 
and Runways 


GEORGIA MARBLE 
(Buyer’s Guide, 3) 

[] Information on +5 White 
Line Marking 


GETZ, WILLIAM 


(Inside Back Cover, 
Buyer's Guide) 

[-] Information on Oryl-Gard 
Protective Mouthpiece 


GOLD MEDAL PROD. (26) 
(Buyer’s Guide, 7) 

[_] Catalog on Refreshment 
Equipment and Supplies 


HILLYARD CHEMICA: (4) 


(_] Literature on Proper Care 
of Gym Floors 


HODGMAN RUBBER (29) 


(1) Catalog of Horcohyde 
Athletic Clothing 


HUNTINGTON LABS. (19) 
[] Manual on Gym Floor 
Maintenance 


KENT ATH. EQUIP. (40) 
[_] Literature on Kent 
Faceguard 


KING-O’SHEA (17) 
[] Football Uniform Catalog 


LINEN THREAD (30) 
[-] Catalog of Complete 
Line of Sports Nets 


MASTER LOCK 
(Buyer’s Guide, 
Back Cover) 

[[] Brochure on Key Control 
Combination Padlocks 


McGRAW-HILL (36) 
[] List of Sports Books 


MARSCHALK, PAUL M. (38) 

[] Information on Basket- 
ball Shooting Training 
Device 


NATIONAL SPORTS (38) 
[] Catalog of Gym Mats 


NATIONAL TROPHY (44) 
] Trophy Catalog 


NEW EQUIPMENT (32) 
Information on: 

[] Durable Trampoline 
Protective Mouthpiece 

| Gymnastic Equipment 

"] Aluminum Starting Block 
Iso Kit 
Sav-A-Bath 
Elastacast Cleat 


NISSEN (27) 


) Catalog of Chrome 
Trampolines 

[_] Booklet, “What You 
Should Know About 
Rebound Tumbling” 


NONPAREIL DIV. GARED 
CORP. (37) 

[] Catalog on All-Glass 
Backboards 


OCEAN FOOL (31) 
[] Catalog on Swim and 
Pool Equipment 


OHIO ATH. SPECIALTY (39) 
[_] Information on New 
Saf-T-Square Cleat 


OLYMPIA (44) 

[_] Information on Ground 
Rubber Vaulting and 
Jumping Pits 


SEE PAGE 48 FOR OTHER LISTINGS AND FORM FOR SIGNATURE 


THE HOLLYWOOD BASE 


e World Series 


USED IN 


» All-Star Games 


e NCAA Championship 


e International Softball Championships 


JACK CORBETT 


ORDER DIRECTLY FROM 


e National Baseball Congress 


¢ 13925 Gilmore St., Van Nuys, Cal. 


MASTER COUPON 


PARAMOUNT EQUIP. (42) 


Catalog on Barbells and 
Gym Equipment 


POWERS REGULATOR 
Buyer’s Guide, 11) 
] Booklet, “Safer Showers’ 
(See ad for Slide Film 
Offer) 


PROGRAM AIDS (42) 


Full color catalog on: 
Playmaster Aids 

] Pick-A-Play Aids 

| Record-Master ‘‘Hall-of 
Fame” Displays 

| Eraso Posters & Charts 
Physical Fitness Aids 

] Equip-Trol Inventory 
Control Systems 


PRO-TEX 
(Inside Front Cover 
Buyer's Guide) 
] Information on Jet 
Stream Protective 
Mouthpiece Cleaner 


RALEIGH ATH. EQUIP. 
(Back Cover) 


Information on Recondi- 
tioning Service 

Bulletin on Suspension 
Helmet 


(See page 47 for other listings) 
(Numbers in parentheses denote page 


on which advertisement may be found) 


RAWLINGS (3) 
Catalog 


RIDDELL, JOHN T. 
(Inside Front Cover) 
Information on Quality 
Line of Football, Base- 
ball, Track, and Basket- 
ball Equipment 


ROBBINS FLOORING (43) 


Details on lronbound 
Continuous Strip Hard 
Maple Gym Floors 


ROBERTS DENTAL 
(Inside Back Cover) 


["] Information on Shield 
Custom-Fit Mouth Guard 


SICO MFG. (30) 


Information on Folding 
Table Tennis Tables 


SNOW-PROOF (45) 
[_] Information on Leather 
Softener and Preserver 


SPORTS BECONTA 
(Buyer's Guide, 21) 

() Catalog on Track and 
Field Equipment 


TEA COUNCIL (23) 
(See ad for free offer of 
Fitness Handbooks) 


TRAVELRAIN (45) 
[] Literature on Automatic 
Power Sprinkler 


TRI-STATE OFFSET (44) 
] List of Sports Books 


TUMBLE-KING (43) 
[] Information on Super 
Safe Trampoline 


UniMac (2) 
["] Information on School 
Laundry Equipment 


UNIVERSAL BLEACHER (1) 

[_] Catalog on Portable 
Steel Bleachers 

[-] Catalog on Portable 
Wood Bleachers 


WIGWAM MILLS (41) 
[] Information on Elasti- 
cized Athletic Socks 


WILSON (20-21) 
[] Catalog 


YOUNGS RUBBER 
(Buyer’s Guide, 23) 

[-] Information on Athlete's 
Foot Atha-Spray and 
Atha-Powder 
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